
ARMED FORCES INSTITUTE OF PATHOLOGY 

WASHINGTON, D.C. 20306 


ADDRESS REPLY TO THE DIRECTOR 
ATTN: AFIP- 


AFIP-JA 


17 March 1981 


Mr. Harold Weisberg 
7627 Old Receiver Road 
Frederick, Maryland 21701 

RE: Freedom of Information Act 

Request -- 

Kennedy Assassination 


Dear Mr. Weisberg: 

This letter is written in response to your Freedom of 
Information Act request dated 14 March and received here on 

16 March 1981. 


In our opinion, our letters of 17 February, 27 February 
and 11 March 1981 are completely responsive to your requests, 
There are no records or documents at the Armed Forces 
Institute of Pathology concerning the referenced matter, nor 
are there any records which indicate that pertinent recor s 
have been destroyed or transferred elsewhere. Therefore, we 
are unable to assist you further. 



THOMAS F. ZUCK, MD 
Colonel, MC , USA 
Deputy Director 



